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1. Thm U a resort of * telephone coaverftfttloft with 

at 1030 hour*, 0 Febreory IWL 


m 


2. 


|«tat«d (kit to cmflnr< Bis fl«a ©pteiooe. <a flie 

of th# buralsg kwe to tal c*tt«4 tl* fH rector of 

Research of the rr-ftmifftctiiriag company. He ferttor •&*«£ ***** 
»ta * Ia4tvi4iul «u tto msO too wi*4|«bl« m*» In toite#«i , 

Tl» following Informfttioa *»ft oktiiscd t**w tto coover»*tton 
between I * ad the manufacturer. 


». The ift»« bursa ftt the rate of 3 feet per 2 rr haute* at 
•«* level. <120 ftocoadft per Y**d? 


b. Aft prttmni I* deer«ft«ed ^attitude tto 

burning rate decrease* until at 20, 000 feet U i» approximately 
US secoaifft p or yard. 

«. At 30, GOO loot tfco foftft will ae* bora *t *U do* to tto 
lack of preftfture. is feet If tha fax# i* lighted «t some low 
attitude aud «k(lt torslag B Ift titos to 30, 000 fe«t to will 
•top toratof. 

4 The toctttot of burning rat* with tocteM* of altitude 
1« »ot ft fttraigh* Uae hut * curve which Ift aftt very predictable. 

e. Atm level the burning »*t* accuracy from roll to 
roll Ift ptaft or mtmm 10% and ft* accuracy w«hl» ft gt*ua roll 
Is plus or fflaw 3%. 
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I, A* ten-persture l# reduced * hardening *h« core 
(baroiog portion) of the Aim take* place. This cause* aepredlc* 
able aad erratic burning. that I* it will barn wry rapidly for a 
time, then very slowly, dc. thl* t» unpredictable It doe# 

generally average eat. Bat at times » coaid very well go ail, 
or mostly, oae way or the other. (This addon l* Independent 
of the pressure ywW«a ), 

g. The above deficiencies coaid be aaUUIad by placing the 
leagth to be burned la a heated pressurised contain er with a 

valve to keep the pressure constant during deecest. 

think* the dealga and building of each a container weald consume 
considerable time. 

f. For the long pull It may be possible to have the 
tm aafacturer develop a special fuse to accomplish oar task. 
m tim e estimate for this la available but time la the nature of 
mouths ceuM be assumed. 
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